tions  are:     Citation  2104665   issued on  April   21,   1983,
Citation  2104668   issued on May 2,   1983  and Citation
2104672  issued  on May  11,   1983.     Following  their  issu-
ance,   the mine   sat idle for  a period of  months   before
Citations   2105238  and  2105239  were  issued.

Additional  facts  concerning the conditions  alleged
as  violations  are as  follows:

The  entry  in which  the  beams  are  located  contains
the track  haulage  road.     The  entry varies   from approxi-
mately 16  to  20  feet wide.     Men,   equipment,   and  sup-
plies  are  hauled  through this area by means  of  an elec-
tric trolley  haulage  system.     The trolley wire  is  loca-
ted on  the  right   side  of  the entry  (looking inby)   and
is  approximately  2-3  feet  from the rib.     Approximately
3  feet  of   clearance  is  provided between  the track and
the rib on  the  tight  side and about 4-5   feet  on  the
wide   side.     The  height  of  the entry from floor  to  bot-
tom of  beams   is  approximately 6  feet.     The  track  is
generally  the  same height as  the mine  floor.

The   beams  are lengths  of  steel track  set against
the roof   crosswise to  the direction of  the entry.     Wood-
en  posts  are  set  under  the  ends  of  the  beams  to  hold
the beams   and  the roof  above  them.     The  beams  are ap-
proximately  15-20  feet long and are spaced  approximate-
ly  5   feet  apart.

The   trolley   locomotives  and trip  cars  which move
on  the  tracks  of   the track  haulage derail   from time  to
time.     When  they  do,   they can strike  (and have  struck)
the wooden  posts   supporting  the overhead  beams  causing
the overhead beams to  fallf   posing a  serious  hazard to
locomotive  operators  and any  other miners   in  the  vicini-
ty.

When  the  beams were originally installed along the
roof   of  the  track haulage entry,   some  of   them were  sup-
ported  by  being  set on a  support  system  fastened  into
the  rib  near   the  roof.     However,   over  time,  due  to ordi-
nary weathering,   the coal rib and roof  suffered  slough-
age and  fell making  the original support   system inade-
quate.     Wooden  posts   (legs)  were then  set   from the
floor  to   support  the  steel  beams.

This   process  occurred  over a period  of many years.
The haulage  entry was   initially drawn   (mined)   approxi-
mately  40  years  ago and the  track haulage  was  installedlear that had he found any evidence that a violation
